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Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 07023 140929Z 

15 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

100498 

R 140740Z SEP 76 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 4871 
INFO USDOC WASHDC 

UNCLAS ANKARA 7023 

E.O. 11652: N/A 
TAGS: BENC, TU 

SUBJECT: KAVSAK AND CATALAN DAMS AND HYDROELECTRIC POWERPLANTS 

REF: STATE 225093 

1 . GENERAL DIRECTORATE OF TURKISH STATE HYDRAULIC WORKS (DSI) 
ANNOUNCED INVITATION FOR PREQUALIFICATION APPLICATIONS FOR 
FEASBILITY STUDY AND FINAL PROJECT DESIGN WORK OF KAVSAK 

DAM AND HYDROELECTRIC POWERPLANT (440,000 KW) AND CATALAN DAM 
AND HYDROELECTRIC POWZRPLANT (150,000 KW). INTERESTED 
AMERICAN COMPANIES SHOULD APPLY TO FOLLOWING ADDRESS TO OBTAIN 
NECESSARY DOCUMENTS AND SUBMIT THEIR APPLICATIONS TO DSI BY 
NOVEMBZR 19, 1976, 5:30 P.M. LOCAL TIME: 

DEVLET SU ISLERI GZNEL MUDURLUGU (DSI) 

BARAJLAR VE HIDROZLEKTRIK SANTRALLAR DAIRESI BASKANLIGI 
ISMET INONU BULVARI, YUCETEPE, ANKARA, TURKEY. 

2. EMBASSY REPORTED THESE PROJECTS IN ANKARA'S A-78 DATED 
AUGUSTH27, 1976.LFRANCIS 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ANKARA07023 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760346-0253 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760965/aaaaccwu.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 225093 
Review Action: RELEASED, APPROVED 
Review Authority: vandyklc 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 MAR 2004 by MaustMC>; APPROVED <23 AUG 2004 by vandyklo 

Review Markings: 
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04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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